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The German steamship Therese Horn, from Tampico, bound for 
New York, had 1 of her crew landed here in good health. 

On April 17 a supplemental bill of health was granted to the 
United States second-class cruiser Dixie, from Guantanamo Bay, 
with 175 persons all told on board, and bound for Habana, Cuba. 

Living quarters of Norwegian steamship Vitalia, for New Orleans, 
were fumigated by this office. On inspection 1 member of crew was 
found with case of ordinary disease, treated on board the vessel, and 
another in good health was left here. 

The Spanish steamship Pio IX, entered from Habana and bound 
for New Orleans, was fumigated by this office prior to sailing, with 
all temperatures of crew normal on inspection. She had 33 passen- 
gers from the Canary Islands in transit for New Orleans, 1 cabin 
passenger and 32 steerage, all in good health. 

The British steamship Navana, from Manzanillo, had 1 member of 
her crew with malarial fever, who was landed at this port; vessel 
sails in cargo of sugar for New York. 

The Spanish steamship Niceto, entered from Santiago de Cuba 
and bound for Tampa, Fla., was fumigated by this office, and on in- 
spection all temperatures were found normal on board the ship. 

And lastly, the Spanish steamship Riojano, from Santiago de 
Cuba and bound for Galveston, was inspected and fumigated prior 
to sailing, by this office. 

All these vessels have been fumigated on request of the agents and 
captains. 

The sanitary condition of the city is fairly good. No quarantinable 
diseases have been reported either in the city or port during this 
week. 

Report from Matamas — Inspection of vessels. 

Acting Assistant Surgeon Nunez reports, April 23 : 

Bills of health issued to 7 vessels bound for United States ports in 
good sanitary condition. 

The British steamship John Bright, originally from Veracruz via 
Cardenas, was subjected to precautionary quarantine by the Cuban 
authorities while at this port. She left April 18 for Philadelphia 
direct, with all well aboard up to the time of her inspection. 

No quarantinable diseases have been reported. 

Report from Santiago — Summary of transactions, first quarter of 

1907. 

Acting Assistant Surgeon Wilson reports : 

Summary of transactions for the first quarter of 1907. 



Bills of health Issued i 

Number of crews ; 

Number of passengers j 

Vessels quarantined 

Vessels disinfected I 

Certificates issued: 

(a) Immune I 

(6) Nonimmune 

Persons vaccinated 

Vaccination certificates issued for the Canal Zone and Panama I 
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